Nuclear Instruments and Methods in Physics Research A263 (1988) 545-554 
North-Holland, Amsterdam 


AUTHOR INDEX 


Alber, D., H. Grawe, H. Haas and B. Spellmeyer, A 27 neutron multiplicity filter for in-beam y-ray 
spectroscopy of neutron deficient nuclei 

Alberdi, J., J. Alvarez-Taviel, L. Asenjo, M. Benot, N. Colino, F. Diez-Hedo, I. Durin, C. Fernandes, J. Feyt, C. 
Geles, J. Gonzalez, J.J. Hernandez, P. Ladrén de Guevara, M.A. Marquina, A. Maurer, T. Martinez, R. 
Meunier, P. Olmos, G. Orlic, F. Saes, M. Schouten, C. Willmott and C. Yuste, Features and performance of 
a large gas Cherenkov detector with threshold regulation 

Alessandrello, A., D.V. Camin, G.F. Cerofolini, E. Fiorini, A. Giuliani, C. Liguori, L. Meda, T.O. Niinikoski 
and A. Rijllart, Heat capacity of low temperature Ge- and Si-calorimeters and optimization of As-implanted 
silicon thermistors 

Alvarez-Taviel, J., see Alberdi, J 

Amendolia, S.R., Enquiry on the interaction between industry and physicists 

Anderhub, H., H. Anders, S. Ansari, A. Boehm, M. Bourquin, J. Burger, M. Chen, V. Commichen, M. 
Deutschmann, M. Dhina, K.J. Draheim, J. Fehlmann, D. Fong, U. Gessner, K. Hangarter, R. Hausammann, 
U. Herten, H. Hofer, K. Hofmann, M.M. Ilyas, B. Krause, R. Leiste, Q.Z. Li, D. Linnhoefer, X. Lue, S. 
Masson, M. Nusbaumer, H. Nierobisch, M. Pohl, R.R. Rau, D. Ren, E. Roderburg, M. Rohde, J. Schug, B. 
Stoehr, S.C.C. Ting, M. Tonutti, G. Viertel, S.X. Wu, M.F. Wyne and B. Wyslouch, A time expansion 
chamber as a vertex detector , 

Anders, B., see Briickmann, H 

Anders, H., see Anderhub, H. 

Ansari, R., J.C. Chollet, B. De Lotto, D. Froidevaux, L. Fayard, B. Merkel, L. lconomidou-Fayard, M. Moniez, 
G. Parrour and J.P. Repellin, Design and rejection studies for a cylindrical transition radiation detector for 
the UA2 upgrade 

Ansari, S., see Anderhub, H. 

Antreasyan, D., see Becker, U 

Anzivino, G., R. Horisberger, L. Hubbeling, B.D. Hyams, T. Tuuva, P. Weilhammer, A. Zalewska, M. Caccia, 
C. Meroni, G. Vegni, M. Tyndel and N. Bingefors, The DELPHI silicon strip microvertex detector 

Apollinari, G., F. Bedeschi, S. Belforte, G. Bellettini, E. Bertolucci, F. Cervelli, G. Chiarelli, M. Dell’Orso, P. 
Giannetti, A. Menzione, L. Ristori, A. Scribano, P. Sestini, A. Stefanini and F. Zetti, A wide dynamic range 
experiment to measure high energy y-showers in air by detecting Cherenkov light in the middle ultraviolet . . 

Appuhn, R.D., K. Heinloth, E. Lange, R. Oedingen and A. Schlésser, Transition radiation detectors for electron 
identification beyond 1 GeV /c 

Arunachalam, J., see Chakrabarti, A. 

Asenjo, L., see Alberdi, J. 

Atkinson, M.N., D.J. Crennell, C.M. Fisher, P.T. Hughes, J. Kirkby, J. Fent, P. Freund, A. Osthoff and K. 
Pretzl , A high resolution scintillating fibre (SCIFI) tracking device with CCD readout . . 

Auriemma, G., ASTROMAG: a particle spectrometer for the space station . . 

Auriemma, G., G. Battistoni, E. Lamanna, S. Petrera, G. Piccinelli, F. — and A. Sciubba, Monopole trigger 
for the streamer tube system in MACRO dw 


Balk, O.A., see Hochauser, E 

Basti, G., see CHARM II Collaboration 

Battistoni, G., see Auriemma, G. 

Bauche, T., see CHARM II Collaboration 

Becker, U., J. Branson, M. White, B. Wyslouch, B. Zhou, M. Cerrada, E. Gonzales, J.A. Rubio, J. Salicio, C. 
Willmott, P. Duinker, H. v.d. Graaf, F. Hartjes, G.G.G. Massaro, D. Antreasyan, P. McBride, K. Strauch, 
P.G. Seiler, M. Gettner and C. Zabounidis, Accurate measurements of high momenta 

Bedeschi, F., see Apollinari, G. 

Behrens, U., see Briickmann, H 

Beingessner, S.P., see UA1 Collaboration 

Belforte, S., see Apollinari, G. 

Peete, Gi, CUD IGG, ccc ccc cnsccseccncesvecesess 

ee ee cd ek be ehrbd us OC Cee ROde Weeds 

Beretvas, A., see Carroll, J.T. 


0168-9002 /88 /$03.50 © Elsevier Science Publishers B.V. 
(North-Holland Physics Publishing Division) 


A263 (1988) 401 


A263 (1988) 286 


A263 (1988) 233 
A263 (1988) 286 
A263 (1988) 155 


A263 (1988) 1 
A263 (1988) 136 
A263 (1988) 1 


A263 (1988) 51 
A263 (1988) 1 
A263 (1988) 14 


A263 (1988) 215 


A263 (1988) 255 


A263 (1988) 309 
A263 (1988) 421 
A263 (1988) 286 


A263 (1988) 333 
A263 (1988) 243 


A263 (1988) 249 


A263 (1988) 493 
A263 (1988) 109 
A263 (1988) 249 
A263 (1988) 109 


A263 (1988) 14 
A263 (1988) 255 
A263 (1988) 136 
A263 (1988) 26 
A263 (1988) 255 
A263 (1988) 255 
A263 (1988) 286 
A263 (1988) 199 





546 Author Index 


Bergmann, H., see Lutz, G. .. are 

Bergsma, F., see CHARM II Collaboration 

Bertolucci, E., see Apollinari, G. 

Berz, M., see Wollnik, H. . . 

Bingefors, N., see Anzivino, G. 

Boehm, A., see Anderhub, H. 

Bonesini, M., E. Bonvin, P.S.L. Booth, L.J. Carroll, A.J. Cass, D. Cavalli, G. “Cecchet, G. Costa, M. Donnat, 
P.A. Dorsaz, D.N. Edwards, J.R. Fischer, L. Fluri, D. Frame, F. Gianotti, S. Jack, J.N. Jackson, M. Kelly, 
M.N. Kienzle-Focacci, R. Lucock, J.G. Lynch, L. Mandelli, M. Martin, L. Mathys, A. Maxwell, M. 
Mazzanti, J.J. Myerscough, PJ. Negus, S. Pensotti-Rancoita, L. Perini, D. Perrin, W.H. Range, L. Rosselet, 
J. Rutschmann, S.W. Snow, M. Tamborini, A.S. Thompson, R.M. Turnbull, J. Wells and M. Werlen, A 1152 
channel timing system for an electromagnetic calorimeter readout 

Bonvin, E., see Bonesini, M. 

Booth, P.S.L., see Bonesini, M. 

Bourquin, M., see Anderhub, H. . 

Boyer, K.G., see Obst, A.W 

Brandan, M.E., see Pérez-Padilla, JJ. .......... 

Brandon, L., see Heltsley, J.H. 

Branson, J., see Becker, U. . 

Braun, D., see CHARM II Collaboration aes 

Breskin, A., see Suzuki, M. ‘ , 

Briickmann, H., B. Anders and U Behrens, Hadron sampling calorimetry, a puzzle of physics 

Burger, J., see Anderhub, H. 

Burt, P.E., see Fagg, L.W. 

Busi, C., see CHARM II C ollaboratica . 

Biisser, F.W., see CHARM II Collaboration . 

Buttler, W., see Lutz, G. 


Caccia, M., see Anzivino, G. 
Camin, D.V., see Alessandrello, A. - 
Capon, G., Pion muon identification in the ALEPH detector using g the discriminant analysis 


Capone, A., see CHARM II Collaboration an 

Cardarelli, R., R. Santonico, A. Di Biagio and A. Lucci, Progress in in resistive plate counters . 

Caria, M., see CHARM II Collaboration 

Caria, M., P. Macciotta, S. Marcello, G.A. Puddu and Ss. Serci, An electronic method to overcome crosstalk 
signals on scintillator hodoscopes ( Letter to the Editor) .. . . 

Carroll, J.T., M. Larwill, A. Beretvas, T. Devlin, B. Flaugher, U. Joshi, S. Miyashita and Y. Morita, Level 3 
system at CDF 

Carroll, L.J., see Bonesini, M. 

Carver, G., see Jach, T. . . . 

Cass, A.J., see Bonesini, M. 

Cavalli, D., see Bonesini, M. 

Cecchet, G., see Bonesini, M 

CERN-RAL-MPI Collaboration, C. Fisher, From bubble chambers to scintillating fibres: high secolstion 
particle tracking for microvertex detection .... 

Cerofolini, G.F., see Alessandrello, A. 

Cerrada, M., see Becker, U. 

Cerrada, M., I. Duran, E. Gonzalez, L. Martinez, P. Olmos, J Salicio and C. Willmott, Results of the calibration 
of multicell drift chamber prototypes for the L3-LEP muon spectrometer . 

Cervelli, F., see Apollinari, G. 

Chah, B., see Zikovsky, L. .... 

Chakrabarti, A., D.P. Chowdhury, S 5. Gangadharan, J. Arunachalam and R M. ‘Iyer, Helium jet ‘recoil transport 
setup for chemistry and nuclear applications at VECC . . . 

CHARM II Collaboration, J.P. DeWulf, D. Geiregat, P. Vilain, F. Bergsma, C. Busi, A. Capone, T. Delbar, D. 
De Pedis, A. Ereditato, W. Flegel, B. Friend, W.D. Glessing, H. Grote, A. King, G. Lebée, C. Nieuwenhuis, 
J. Panman, A. Seiden, K. Winter, V. Zacek, T. Bauche, F.W. Biisser, L. Gerland, F. Niebergall, H. Riege, J. 
Schiitt, P. Stahelin, A. Tadsen, J.L. Doumount, G. Gregoire, T. Mouthuy, P. Gorbunov, E.A. Grigoriev, V. 
Jemanov, V.D. Khovansky, M. Kubantsev, A. Rosanov, D. Braun, H. Herbert, W. Lippich, A. Staude, M. 
Caria, C. Gatto, E. Gorini, F. Grancagnolo, R. lasevoli, V. Palladino, P. Parascandolo, P. Strolin, G. Basti, 
E. Di Capua, U. Dore, S. Guerra, P.F. Loverre, G. Piredda, R. Santacesaria and D. Zanello, Test results and 
conditioning procedure of a limited streamer-tube calorimeter 


A263 (1988) 163 
A263 (1988) 109 
A263 (1988) 255 
A263 (1988) 280 
A263 (1988) 215 
A263 (1988) 1 


A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 1 
A263 (1988) 407 
A263 (1988) 480 
A263 (1988) 441 
A263 (1988) 14 
A263 (1988) 109 
A263 (1988) 237 
A263 (1988) 136 
A263 (1988) 1 
A263 (1988) 283 
A263 (1988) 109 
A263 (1988) 109 
A263 (1988) 163 


A263 (1988) 215 
A263 (1988) 233 
A263 (1988) 58 
A263 (1988) 109 
A263 (1988) 20 
A263 (1988) 109 


A263 (1988) 540 


A263 (1988) 199 
A263 (1988) 325 
A263 (1988) 522 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 325 


A263 (1988) 159 
A263 (1988) 233 
A263 (1988) 14 
A263 (1988) 343 
A263 (1988) 255 
A263 (1988) 483 


A263 (1988) 421 


A263 (1988) 109 





Author Index 


Charpak, G., see Suzuki, M. . 

Chen, M., see Anderhub, H. 

Cheze, J.B., see Zweizig, J.G. . 

Chiarelli, G., see Apollinari, G 

Chollet, J.C., see Ansari, R , 
Chowdhury, D.P., see Chakrabarti, A . 
Cittolin, S. and the UA1 Collaboration, The U Al VME data acquisition system 
Colino, N., see Alberdi, J. . 

Commichau, V., see Anderhub, H 

Costa, G., see Bonesini, M. . 

Crannell, H.L., see Fagg, L.W 

Crennell, D_J., see Atkinson, M.N 

Crooks, M.J.C., see Legros, M. 


D# Collaboration, P. Franzini, Performance of uranium liquid argon calorimeters 

Daubie, E., see Suzuki, M. 

De Lima, E.P., A.J.P.L. Policarpo, M. Salete S.C.P. Leite and R. Ferreira Marques, Photon breeding of 
self-quenching streamers (SQS) . 

De Lima, E.P., M. Salete S.C.P. Leite, AJ.P.L. ‘Policarpo and R. Ferreira Marques, Light emission associated 
with self-quenching streamers (SQS) 

De Lotto, B., see Ansari, R. 

De Pedis, D., see CHARM II C ollaboration ; 

De Vincenzi, M., High rate calorimetry with missing energy trigger 

Delbar, T., see CHARM II Collaboration . . 

Dell’Orso, M., see Apollinari, G. 

Deutschmann, M., see Anderhub, H. 

Devlin, T., see Carroll, J.T. Pe 

DeWulf, J.P., see CHARM II C ollaboration 

Dhina, M., see Anderhub, H. 

Di Biagio, A., see Cardarelli, R. ia’ 

Di Capua, E., see CHARM II C ollaboration 

Diez-Hedo, F., see Alberdi, J. 

Dominik, W., see Suzuki, M. . . 

Donnat, M., see Bonesini, M. 

Dore, U., see CHARM II Collaboration 

Dorsaz, P.A., see Bonesini, M. 

Doumount, J.L., see CHARM II Collaboration 

Draheim, K.J., see Anderhub, H. 

Drukier, A.K., see Legros, M 

Duinker, P., see Becker, U 

Dukhan, R., see Vartsky, D 

Duran, I., see Alberdi, J. 

Duran, I., see Cerrada, M. . 


Eckerlin, G., E. Elsen, H. v.d. Schmitt, A. Wagner, P. v. Walter and M. Zimmer, Parallel processing of 
flash-ADC data for the jet-chamber of JADE . . . 

Edwards, D.N., see Bonesini, M. 

Eisen, Y., see Vartsky, D. 

Ellett, J., see Zweizig, J.G. 

Elsen, E., see Eckerlin, G. 

Enge, H.A., see Obst, A.W , 

Ereditato, A., see CHARM II Collaboration wee 

Erhan, S., see Zweizig, J.G. 

Ewald, H., see Waldrich, H. . . 


Fabre, J.-P., see Suzuki, M 

Fagg, L.W., J.T. O’Brien, H.L. Crannell and P.E. Burt, eens method for pressing thin targets from powders 
Fayard, L., see Ansari, R. ; 

Fehimann, J., see Anderhub, H. . . . 

Fent, J., see Atkinson, M.N. 

Fernandez, C., see Alberdi, J 


547 


A263 (1988) 237 
A263 (1988) 1 
A263 (1988) 188 
A265 (1988) 255 
A263 (1988) 51 
A263 (1988) 421 
A263 (1988) 174 
A263 (1988) 286 
A263 (1988) 1 
A263 (1988) 325 
A263 (1988) 283 
A263 (1988) 333 
A263 (1988) 229 


A263 (1988) 78 
A263 (1988) 237 


A263 (1988) 368 


A263 (1988) 375 
A263 (1988) 51 
A263 (1988) 109 
A263 (1988) 150 
A263 (1988) 109 
A263 (1988) 255 
A263 (1988) 1 
A263 (1988) 199 
A263 (1988) 109 
A263 (1988) 1 
A263 (1988) 20 
A263 (1988) 109 
A263 (1988) 286 
A263 (1988) 237 
A263 (1988) 325 
A263 (1988) 109 
A263 (1988) 325 
A263 (1988) 109 
A263 (1988) 1 
A263 (1988) 229 
A263 (1988) 14 
A263 (1988) 457 
A263 (1988) 286 
A263 (1988) 343 


A263 (1988) 206 
A263 (1988) 325 
A263 (1988) 457 
A263 (1988) 188 
A263 (1988) 206 
A263 (1988) 407 
A263 (1988) 109 
A263 (1988) 188 
A263 (1988) 414 


A263 (1988) 237 
A263 (1988) 283 
A263 (1988) 51 
A263 (1988) 1 
A263 (1988) 333 
A263 (1988) 286 





548 Author Index 


Ferreira Marques, R., see De Lima, E.P. 

Ferreira Marques, R., see De Lima, E.P. 

Fesefeldt, H., The e/h ratio and energy seselution of hadron colosiansters 

Fews, A.P., see Hatzialekou, U. . 

Feyt, J., see Alberdi, J. 

Fiorini, E., see Alessandrello, A. 

Fischer, J.R., see Bonesini, M. 

Fisher, C., see CERN-RAL-MPI Collaboration 

Fisher, C.M., see Atkinson, M.N. . . 

oR 8 ee ee ee 

Flegel, W., see CHARM II Collaboration 

Fluri, L., see Bonesini, M. . . 

Fong, D., see Anderhub, H 

Frame, D., see Bonesini, M _ 

Franzini, P., see The Dg Collaboration 

Freund, P., see Atkinson, M.N. 

Friend, B., see CHARM II Collaboration 

Froidevaux, D., see Ansari, R. . . 

Fujiwara, N., N. lida, S. Noguchi, R. Sugahara, T. Suwada, T. Ohama and K. Takahashi, Time resolution of a 
large area planar spark counter 


Galonsky, A., see Heltsley, J.H. ‘a 

Gangadharan, S., see Chakrabarti, A. .............. 

Gartner, N., see Ratzinger, U. 

Gatto, C., see CHARM II Collaboration 

Gaudean, J., see Suzuki, M. . . 

Se EL EE, cicccvereceserecesceses 

Geiregat, D., see CHARM II Collaboration 

Geist, J., see Jach, T 

Geles, C., see Alberdi, J. 

Gerber, J., see Vartsky, D 

Gerland, L., see CHARM II Collaboration 

Gessner, U., see Anderhub, H 

Gettner, M., see Becker, U. 

GE, PMU GR ccc ccc scerserccecees 

Gianotti, F., see Bonesini, M 

Giehl, J., D. Hauff, J.M. Henneberg, E. Lorenz, G. Mageras and H. Vogel, Performance of a BaF, calorimeter 
photodiode readout at energies between 60 MeV and 7 GeV 

Giuliani, A., see Alessandrello, A. 

Glessing, W.D., see CHARM II Collaboration 

Goldberg, M., see Vartsky, D. ..... 

Gonzales, E., see Becker, U 

Gonzalez, E., see Cerrada, M. 

Gonzalez, J., see Alberdi, J. 

Gorbunov, P., see CHARM II Collaboration 

Gorini, E., see CHARM II Collaboration 

Goyot, M., B. Ile, P. Lebrun and J.P. Martin, Performances of a preamplifier—silicon photodiode readout 
system associated with large BGO crystal scintillators .. 1. ccc cece cece ee ceeesececeees 

Grancagnolo, F., see CHARM II Collaboration 

Grawe, H., see Alber, D. 

Gregoire, G., see CHARM II Collaboration 

Grigoriev, E.A., see CHARM II Collaboration 

Grote, H., see CHARM II Collaboration 

Guerra, S., see CHARM II Collaboration 


Haas, H., see Alber, D. 

Hancock, A.D., see Obst, A.W. 

Hangarter, K., see Anderhub, H. 

Hartjes, F., see Becker, U. 

Hatzialekou, U., D.L. Henshaw and A.P. Fews, Automated image analysis of alpha-particle autoradiographs of 
human bone 


A263 (1988) 368 
A263 (1988) 375 
A263 (1988) 114 
A263 (1988) 504 
A263 (1988) 286 
A263 (1988) 233 
A263 (1988) 325 
A263 (1988) 159 
A263 (1988) 333 
A263 (1988) 199 
A263 (1988) 109 
A263 (1988) 325 
A263 (1988) 1 
A263 (1988) 325 
A263 (1988) 78 
A263 (1988) 333 
A263 (1988) 109 
A263 (1988) 51 


A263 (1988) 381 


A263 (1988) 441 
A263 (1988) 421 
A263 (1988) 261 
A263 (1988) 109 
A263 (1988) 237 
A263 (1988) 261 
A263 (1988) 109 
A263 (1988) 522 
A263 (1988) 286 
A263 (1988) 457 
A263 (1988) 109 
A263 (1988) 1 
A263 (1988) 14 
A263 (1988) 255 
A263 (1988) 325 


A263 (1988) 392 
A263 (1988) 233 
A263 (1988) 109 
A263 (1988) 457 
A263 (1988) 14 
A263 (1988) 343 
A263 (1988) 286 
A263 (1988) 109 
A263 (1988) 109 


A263 (1988) 180 
A263 (1988) 109 
A263 (1988) 401 
A263 (1988) 109 
A263 (1988) 109 
A263 (1988) 109 
A263 (1988) 109 


A263 (1988) 401 
A263 (1988) 407 
A263 (1988) 1 
A263 (1988) 14 


A263 (1988) 504 





Author Index 


Hauff, D., see Giehl, J. - 

Hausammann, R., see Anderhub, H. 

Heilbronn, L., see Heltsley, J.H 

Heinloth, K., see Appuhn, R.D. . . 

Heltsley, J.H., L. Brandon, A. Galonsky, L. Heilbronn, B.A. Remington, S. Langer, A. Vander Molen, J. Yurkon 
and J. Kasagi, Particle identification via pulse-shape discrimination with a charge-integrating ADC 

Henneberg, J.M., see Giehl, J 

Henshaw, D.L., see Hatzialekou, U 

Herbert, H., see CHARM II Collaboration 

Hernandez, J.J., see Alberdi, J 

Herten, U., see Anderhub, H. 

Hilko, R.A., see Obst, A.W 

Hochauser, E. and O.A. Balk, A foil calorimeter for dosimetry of short impulse electron radiation of high dose 
rate 

Hofer, H., see Anderhub, H. 

Hofmann, K., see Anderhub, H. 

Holder, M. and H. Suhr, Separation of electrons and p pions by a transition radiation detector using flash ADCs 

Holl, P., see Lutz, G. 

Holsinger, R.F., see Obst, A. W. 

Horisberger, R., see Anzivino, G. . 

Hosticka, B.J., see Lutz, G. 

Hubbeling, L., see Anzivino, G. . 

Hughes, P.T., see Atkinson, M.N.. . . 

Hyams, B.D., see Anzivino, G 


lasevoli, R., see CHARM II Collaboration 

Iconomidou-Fayard, L., see Ansari, R. 

lida, N., see Fujiwara, N 

Ille, B., see Goyot, M. : 

Ilyas, M.M., see Anderhub, H. ‘ 

Iqbal, M.Z., B.M.G. O’'C allaghan and H.T-k. Wong, Electronics for a xenon time projection chamber 


lyer, R.M., see Chakrabarti, A. 


Jach, T., D. Novotny, G. Carver, J. Geist and R.D. Spal, An X-ray monochromator crystal which detects the 
Bragg condition .. . 

Jack, S., see Bonesini, M 

Jackson, J.N., see Bonesini, M. . 

Jackson, R., see Zweizig, J.G 

Jemanov, V., see CHARM II Collaboration 

Johnson, R.G., Detectors for neutron scattering in the eV region . 

Joshi, S.R. and A. Mudroch, Direct determination of geochronologically useful radionuclides i in sediments by 
low-energy photon analysis... .. . 

Joshi, U., see Carroll, J.T 


Kasagi, J., see Heltsley, J.H. 

Keidel, R., see Pihlhoffer, F 

Kelly, M., see Bonesini, M. .. . 

Khovansky, V.D., see CHARM II Collaboration 

Kienzle-Focacci, M.N., see Bonesini, M. 

King, A., see CHARM II Collaboration . . 

King, N.S.P., see Obst, A.W. 

Kirkby, J., see Atkinson, M.N 

Klingler, Q.G., see Obst, A.W 

Koebel, J.M., see Vartsky, D 

Kok, E., see Van Dantzig, R. .... 

Kokoulin, R.P. and A.A. Petrukhin, Theory of the pair meter for high energy muon measurements 
Korbel, V., Liquid argon calorimetry at HERA, the H1 calorimeter . 
Kotlicki, A., see Legros, M. ....... 

Kowalski, S., see Obst, A.W. ... 

Krause, B., see Anderhub, H 


549 


A263 (1988) 392 
A263 (1988) 1 
A263 (1988) 441 
A263 (1988) 309 


A263 (1988) 441 
A263 (1988) 392 
A263 (1988) 504 
A263 (1988) 109 
A263 (1988) 286 
A263 (1988) 1 
A263 (1988) 407 


A263 (1988) 493 
A263 (1988) 1 
A263 (1988) 1 
A263 (1988) 319 
A263 (1988) 163 
A263 (1988) 407 
A263 (1988) 215 
A263 (1988) 163 
A263 (1988) 215 
A263 (1988) 333 
A263 (1988) 215 


A263 (1988) 109 
A263 (1988) 51 
A263 (1988) 381 
A263 (1988) 180 
A263 (1988) 1 
A263 (1988) 387 
A263 (1988) 421 


A263 (1988) 522 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 188 
A263 (1988) 109 
A263 (1988) 427 


A263 (1988) 529 
A263 (1988) 199 


A263 (1988) 441 
A263 (1988) 360 
A263 (1988) 325 
A263 (1988) 109 
A263 (1988) 325 
A263 (1988) 109 
A263 (1988) 407 
A263 (1988) 333 
A263 (1988) 407 
A263 (1988) 457 
A263 (1988) 212 
A263 (1988) 468 
A263 (1988) 70 
A263 (1988) 229 
A263 (1988) 407 
A263 (1988) 1 





550 Author Index 


Kubantsev, M., see CHARM II Collaboration 
Kwakkel, E., see Van Dantzig, R 


Ladrén de Guevara, P., see Alberdi, J. 

Lamanna, E., see Auriemma, G 

Lange, E., see Appuhn, R.D. 

Langer, S., see Heltsley, J.H. 

Larwill, M., see Carroll, J.T. 

Law, W.M., C.D.P. Levy, P.W. Schmor and J. Uegaki, Emittance growth due to hydrogen ionization by charge 
exchange in a solenoid ( Letter to the Editor) 

Lebée, G., see CHARM II Collaboration . 

Lebrun, P., see Goyot, M. 

Lee-Franzini, J., The CUSB-II detector 

Legros, M., A. Kotlicki, M.J.C. Crooks, B.G. Turrell, A.K. Drukier and D.N. Spergel, The superheated 
superconducting colloid: a new particle detector 

Leiste, R., see Anderhub, H. 

Levy, C.D.P., see Law, W.M 

Li, Q.Z., see Anderhub, H 

Liguori, C., see Alessandrello, A. 

Linnhoefer, D., see Anderhub, H 

Lippich, W., see CHARM II Collaboration 

ET ee ee ee ee 

Loverre, P.F., see CHARM II Collaboration 

Lown, R.R., see Obst, A.W 

Lucci, A., see Cardarelli, R. 

Lucock, R., see Bonesini, M. 

Lue, X., see Anderhub, H. 

Lutz, G., W. Buttler, H. Bergmann, P. Holl, B.J. Hosticka, P.F. Manfredi and G. Zimmer, Low noise monolithic 
CMOS front end electronics 

Lynch, J.G., see Bonesini, M 


Macciotta, P., see Caria, M 

Mageras, G., see Giehl, J. 

Mandelli, L., see Bonesini, M. 
Manfredi, P.F., see Lutz, G 

Marcello, S., see Caria, M 

Markakis, J.M., High resolution scintillation spectroscopy with Hgl, 
Marquina, M.A., see Alberdi, J. 
Martin, J.P., see Goyot, M. 

Martin, M., see Bonesini, M. 

Martinez, L., see Cerrada, M 

Martinez, T., see Alberdi, J 

Massaro, G.G.G., see Becker, U. ... 
Masson, S., see Anderhub, H. 

Mathys, L., see Bonesini, M. 
a a aad ek oe ERS oils ees thai Oc bUW Ace thee eccereeer 
Maxwell, A., see Bonesini, M. 
Mazzanti, M., see Bonesini, M. 
McBride, P., see Becker, U. 

Meda, L., see Alessandrello, A. 
Medinnis, M., see Zweizig, J.G. 
Menzione, A., see Apollinari, G 
Merkel, B., see The UA2 Collaboration 
Merkel, B., see Ansari, R. 


Meunier, R., see Alberdi, J. 

Meyer, B.R., see Simpson, B.R.S. .............. 

Meyer, T.C., see UA1 Collaboration 

Michel, B., Electron—pion separation in a highly segmented wneeeant calorimeter designed for the 
ALEPH experiment . .. . 

Miyashita, S., see Carroll, J.T 


A263 (1988) 109 
A263 (1988) 212 


A263 (1988) 286 
A263 (1988) 249 
A263 (1988) 309 
A263 (1988) 441 
A263 (1988) 199 


A263 (1988) 537 
A263 (1988) 109 
A263 (1988) 180 
A263 (1988) 35 


A263 (1988) 229 
A263 (1988) 1 
A263 (1988) 537 
A263 (1988) 1 
A263 (1988) 233 
A263 (1988) 1 
A263 (1988) 109 
A263 (1988) 392 
A263 (1988) 109 
A263 (1988) 407 
A263 (1988) 20 
A263 (1988) 325 
A263 (1988) 1 


A263 (1988) 163 
A263 (1988) 325 


A263 (1988) 540 
A263 (1988) 392 
A263 (1988) 325 
A263 (1988) 163 
A263 (1988) 540 
A263 (1988) 499 
A263 (1988) 286 
A263 (1988) 180 
A263 (1988) 325 
A263 (1988) 343 
A263 (1988) 286 
A263 (1988) 14 
A263 (1988) 1 
A263 (1988) 325 
A263 (1988) 286 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 14 
A263 (1988) 233 
A263 (1988) 188 
A263 (1988) 255 
A263 (1988) 31 
A263 (1988) 51 
A263 (1988) 215 
A263 (1988) 286 
A263 (1988) 436 
A263 (1988) 26 


A263 (1988) 43 
A263 (1988) 199 





Author Index 


Moniez, M., see Ansari, R 


Morenzoni, E., K. Oba, E. Pedroni and D. Taqqu, Performance of microchannel plates in high magnetic fields. , 


Morinaga, H., see Ratzinger, U. 

Morita, Y., see Carroll, J.T. i 
Mouthuy, T., see CHARM i Collaboration red 
Mudroch, A., see Joshi, S.R. 

Myerscough, J.J., see Bonesini, M. 


Negus, P.J., see Bonesini, M. 

Niebergall, F., see CHARM II Collaboration 
Nierobisch, H., see Anderhub, H. . . 
Nieuwenhuis, C., see CHARM II Collaboration 
Nigro, A., WA78 calorimeter test results 
Niinikoski, T.O., see Alessandrello, A. 
Noguchi, S., see Fujiwara, N 

Nolte, E., see Ratzinger, U 

Novotny, D., see Jach, T 

Nusbaumer, M., see Anderhub, H. 


Oba, K., see Morenzoni, E. 
O’Brien, J.T., see Fagg, L.W. 


Obst, A.W., N.S.P. King, A.D. Hancock, R.A. Hilko, Q.G. Klingler, K.G. Boyer, HLA. mn S. Kowalski, RF. 


Holsinger and R.R. Lown, A compact permanent magnet proton spectrometer ... . 
eee eee 


Oed, A., Position-sensitive detector with microstrip anode for electron multiplication with gases . . 


Oedingen, R., see Appuhn, R.D. 

Ohama, T., see Fujiwara, N. 

Olmos, P., see Alberdi, J. 

Olmos, P., see Cerrada, M. 

Omori, M., Photon intensity control without filters . . 
Orlic, G., see Alberdi, J. 

Osthoff, A., see Atkinson, M.N. . . . 


Palladino, V., see CHARM II Collaboration . 
Palmer, B.J.F., see Sawicka, B.D. 


Parrour, G., see Ansari, R. . 

Pedroni, E., see Morenzoni, E. 

Peck, 55.2. 000 Van Dantiie, BR. ... 2c ccccess 
Pensotti-Rancoita, S., see Bonesini, M. 


Pérez-Padilla, J.J. and M.E. Brandan, A simple expression to improve the 2C(n, Px) reaction description in 


neutron efficiency codes . 
Perini, L., see Bonesini, M. 
Perrin, D., see Bonesini, M. 
Petr, L., Image of a radiation field by a directional detector with a flat directivity diagram 
Petrera, S., see Auriemma, G 
Petrukhin, A.A., see Kokoulin, R.P. 
Piccinelli, G., see Auriemma, G 
Piredda, G., see CHARM II Collaboration 
Pizzella, G., The gravitational wave experiment of the Rome group 
Pohl, M., see Anderhub, H. ba 
Policarpo, A.J.P.L., see De Lima, E.P.. 
Policarpo, A.J.P.L., see De Lima, E.P. . 
Pretzl, K., see Atkinson, M.N. .. . 
Puddu, G.A., see Caria, M. 
Puihlhoffer, F., D. Réhrich and R. Keidel, Track. recognition in digitized streamer chamber pictures 


Rancoita, P.G. and A. Seidman, Silicon detectors in ened and hadronic calorimetry 
Range, W.H., see Bonesini, M. rwen 


551 


A263 (1988) 51 
A263 (1988) 397 
A263 (1988) 261 
A263 (1988) 199 
A263 (1988) 109 
A263 (1988) 529 
A263 (1988) 325 


A263 (1988) 325 
A263 (1988) 109 
A263 (1988) 1 
A263 (1988) 109 
A263 (1988) 102 
A263 (1988) 233 
A263 (1988) 381 
A263 (1988) 261 
A263 (1988) 522 
A263 (1988) 1 


A263 (1988) 397 
A263 (1988) 283 


A263 (1988) 407 
A263 (1988) 387 
A263 (1988) 351 
A263 (1988) 309 
A263 (1988) 381 
A263 (1988) 286 
A263 (1988) 343 
A263 (1988) 463 
A263 (1988) 286 
A263 (1988) 333 


A263 (1988) 109 
A263 (1988) 525 
A263 (1988) 109 
A263 (1988) 109 
A263 (1988) 51 
A263 (1988) 397 
A263 (1988) 212 
A263 (1988) 325 


A263 (1988) 480 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 487 
A263 (1988) 249 
A263 (1988) 468 
A263 (1988) 249 
A263 (1988) 109 
A263 (1988) 221 
A263 (1988) 1 
A263 (1988) 368 
A263 (1988) 375 
A263 (1988) 333 
A263 (1988) 540 
A263 (1988) 360 


A263 (1988) 84 
A263 (1988) 325 





552 Author Index 


Ratzinger, U., E. Nolte, R. Geier, N. Gartner and H. Morinaga, The upgraded Munich linear heavy ion 

postaccelerator i ner ; Ase me ; a ae A263 (1988) 261 
Rau, R.R., see Anderhub, H ‘ arenes A263 (1988) 1 
Regal, R., see Vartsky, D. .. i wre rrr Tre Tee as A263 (1988) 457 
Remington, B.A., see Heltsley, J.H. , ee , A263 (1988) 441 
Ren, D., see Anderhub, H , a ee ee A263 (1988) 1 
Repellin, J.P., see Ansari, R. awaken iawn A263 (1988) 51 
Riege, H., see CHARM II Collaboration A263 (1988) 109 
Rijllart, A., see Alessandrello, A. ............. ah ; oan oe A263 (1988) 233 
Ristori, L., see Apollinari, G. . . oy - eee A263 (1988) 255 
Roderburg, E., see Anderhub, H. sain , eee ere A263 (1988) 1 
Rohde, M., see Anderhub, H Seer A263 (1988) 1 
Rohrich, D., see Pihlhoffer, F err e ean A263 (1988) 360 
Ronga, F., see Auriemma, G eee A263 (1988) 249 
Ros, E., An electromagnetic calorimeter with optical fiber readout er . A263 (1988) 66 
Rosanov, A., see CHARM II Collaboration ere i otan aera’ A263 (1988) 109 
Rosselet, L., see Bonesini, M ae ek ikon A263 (1988) 325 
Rubio, J.A., see Becker, U. _ A263 (1988) 14 
os a a gd dein whhe Mab a weal eb nes ae A263 (1988) 325 


8 8 ee eee aaa A263 (1988) 286 
as i a ake a a TCS i A a A TD LI A263 (1988) 368 
a) an ikea Won Gh te aio oO allo cat ce ed win od A263 (1988) 375 
Salicio, J., see Becker, U A263 (1988) 14 
Salicio, J., see Cerrada, M A263 (1988) 343 
Santacesaria, R., see CHARM II Collaboration A263 (1988) 109 
Santonico, R., see Cardarelli, R A263 (1988) 20 
Sauli, F., see Suzuki, M. A263 (1988) 237 
i a i ork we he WO OO a aR a a a lo Se ae ar On A263 (1988) 237 
Sawicka, B.D. and B.J.F. Palmer, Density gradients in ceramic pellets measured by computed tomography ... . A263 (1988) 525 
Schlein, P.E., see Zweizig, J.G A263 (1988) 188 
Schlésser, A., see Appuhn, R.D A263 (1988) 309 
Schmitt, H.v.d., see Eckerlin, G A263 (1988) 206 
Schmor, P.W., see Law, W.M. A263 (1988) 537 
EE EE eT Tet TT eee ee Tee TT ee eT eee eT er A263 (1988) 286 
Ee Te eT ee TT eT Te TTT TTT eT ree Tee A263 (1988) 1 
Schiitt, J., see CHARM II Collaboration A263 (1988) 109 
Sciubba, A., see Auriemma, G A263 (1988) 249 
EE ee ee ee ee ee ee ee ee ee A263 (1988) 255 
Seiden, A., see CHARM II Collaboration A263 (1988) 109 
Seidman, A., see Rancoita, P.G A263 (1988) 84 
Seiler, P.G., see Becker, U A263 (1988) 14 
Serci, S., see Caria, M A263 (1988) 540 
Sernicki, J., Behaviour and response veracity of large area transmission avalanche counters as elementary 

detecting devices A263 (1988) 446 
EE re ee ee Ee Te ee eer eee Te eT ee A263 (1988) 255 
re ee ee he oo oe ESE REb ep ee Rem Omen eia wee a Rene ers A263 (1988) 457 
Sheaff, M., A specialized second level trigger processor A263 (1988) 196 
acd lee cited h bees eee Ade h ee eeaN ete CAeeteninns sabes % A263 (1988) 457 
Simpson, B.R.S. and B.R. Meyer, A multiple-channel 2- and 3-fold coincidence counting system for radioactiv- 

ity standardization A263 (1988) 436 
Snow, S.W., see Bonesini, M A263 (1988) 325 
sewn ls ut wa ORR OEE COSCON N 00 56 eed RoE Ce CEORENe RSA ee eeRERS A263 (1988) 522 
aaa ahve bo wl are iw a: oem BU Ao LN ge A a on ek aoe A263 (1988) 401 
Spergel, D.N., see Legros, M A263 (1988) 229 
Stihelin, P., see CHARM II Collaboration A263 (1988) 109 
Staude, A., see CHARM II Collaboration A263 (1988) 109 
rr ee anes bad CEL Chee kee RhiCw Ae eRe ee eee eLetene ene te he A263 (1988) 255 
ET ee re Te Eee eT ree Tree eT rere ree A263 (1988) 212 
i a 5 ss Shag Incas Sars Cac Schnee MAA ae lta es acm a acl re A263 (1988) 1 
Strauch, K., see Becker, U. A263 (1988) 14 





Author Index 


Strock, P., see Suzuki, M. 

Strolin, P., see CHARM II Collaboration 

Sugahara, R., see Fujiwara, N. 

Suhr, H., see Holder, M. 

Suwada, T., see Fujiwara, N. 

Suzuki, M., A. Breskin, G. Charpak, E. Daubie, Ww. Dominik, J.-P. Fabre, J. Gaudean, F Sauli, D Sauvage, P. 
Strock and T. Zeludziewicz, On the optical readout of gas avalanche chambers and its applications 


Tadsen, A., see CHARM II Collaboration 
Takahashi, K., see Fujiwara, N 

Tamborini, M., see Bonesini, M 

Taqqu, D., see Morenzoni, E. 

Ten Kate, P.U., see Van Dantzig, R. 

Thole, B.T., see Van der Laan, G. . 

Thompson, A.S., see Bonesini, M. . awe 
Tiecke, H., see The ZEUS Calorimeter Group ; 
Ting, S.C.C., see Anderhub, H. 

Tonutti, M., see Anderhub, H. 

Turnbull, R.M., see Bonesini, M 

Turrell, B.G., see Legros, M. . . . 

Tuuva, T., see Anzivino, G 

Tyndel, M., see Anzivino, G. . . . 


UAI Collaboration, see Cittolin, S. 

UAI Collaboration, S.P. Beingessner, T.C. Meyer, V. Vuillemin and M. Yvert, A laser calibration scheme for the 
UAI central detector at high luminosity (ACOL) 

UA2 Collaboration, B. Merkel, The scintillating fibre detector in the UA2 upgrade programme 

ON COED ceva eccevedeerenteenneceaberess 


V.d. Graaf, H., see Becker, U. 

Van Dantzig, R., P.U. Ten Kate, E. Kok, E. Kwakkel, H.Z. Peek, J. Steijger ‘and J. L. Visschers, Flow data 
acquisition with fast digitizers 

Van der Laan, G. and B.T. Thole, Determination of glitches in soft X-ray monochromator crystals . . 

Vander Molen, A., see Heltsley, J.H 

Vartsky, D., M. Goldberg, Y. Eisen, Y. Shamai, R. Dukhan, P. Siffert, J. M. Koebel, R. Regal and J. Gerber, 
Radiation induced polarization in CdTe detectors : : j 

Vegni, G., see Anzivino, G. 

Viertel, G., see Anderhub, H 

Vilain, P., see CHARM II Collaboration 

Visschers, J.L., see Van Dantzig, R. 

Vogel, H., see Giehl, J. 

Vuillemin, V., see UA1 Collaboration 


Wagner, A., see Eckerlin, G. 

Waldrich, H. and H. Ewald, Mass spetrometers with energy focusing: combinations of magnetic and electric 
sector fields whose mean planes of deflection are tilted with respect to each other 

Walter, P. v., see Eckerlin, G 

Weilhammer, P., see Anzivino, G 

Wells, J., see Bonesini, M. 

Werlen, M., see Bonesini, M. 

Westermann, T., A particle-in-cell method as a tool for diode simulations 

White, M., see Becker, U 

Willmott, C., Large drift chamber for future detectors 

Willmott, C., see Cerrada, M 

Willmott, C., see Becker, U 

Willmott, C., see Alberdi, J 

Winter, K., see CHARM II Collaboration 

Wollnik, H. and M. Berz, Image aberrations for beams filling elliptical phase-space areas or volumes 

ES 6 vcs ce eber as wes er etearenscerebenecesesecercceeeeeCegenere 

Wu, S.X., see Anderhub, H 

Wyne, M.F., see Anderhub, H 


553 


A263 (1988) 237 
A263 (1988) 109 
A263 (1988) 381 
A263 (1988) 319 
A263 (1988) 381 


A263 (1988) 237 


A263 (1988) 109 
A263 (1988) 381 
A263 (1988) 325 
A263 (1988) 397 
A263 (1988) 212 
A263 (1988) 515 
A263 (1988) 325 
A263 (1988) 94 
A263 (1988) 1 
A263 (1988) 1 
A263 (1988) 325 
A263 (1988) 229 
A263 (1988) 215 
A263 (1988) 215 


A263 (1988) 174 


A263 (1988) 26 
A263 (1988) 31 
A263 (1988) 537 


A263 (1988) 14 


A263 (1988) 212 
A263 (1988) 515 
A263 (1988) 441 


A263 (1988) 457 
A263 (1988) 215 
A263 (1988) 1 
A263 (1988) 109 
A263 (1988) 212 
A263 (1988) 392 
A263 (1988) 26 


A263 (1988) 206 


A263 (1988) 414 
A263 (1988) 206 
A263 (1988) 215 
A263 (1988) 325 
A263 (1988) 325 
A263 (1988) 271 
A263 (1988) 14 
A263 (1988) 10 
A263 (1988) 343 
A263 (1988) 14 
A263 (1988) 286 
A263 (1988) 109 
A263 (1988) 280 
A263 (1988) 387 
A263 (1988) 1 
A263 (1988) 1 





554 Author Index 


Wyslouch, B., see Anderhub, H 
oc ei whore ene SONS RWW ee ODER ON REORDER ee eee Ree bs 


ie wie eae hee eee wie sone 
a aS ees ia aie ale a eal OS 
Yvert, M., see UA1 Collaboration 


pO ee 

Zacek, V., see CHARM II Collaboration 

Zalewska, A., see Anzivino, G 

Zanello, D., see CHARM II Collaboration 

Zeludziewicz, T., see Suzuki, M 

EE ee eee ee ee ee Pee ee eee TT eT re Te Tee 

ZEUS Calorimeter Group, H. Tiecke, Performance of a hadron test calorimeter for the ZEUS experiment 

Zhou, B., see Becker, U. 

Zikovsky, L. and B. Chah, A computer program for calculating Ge(Li) detector counting efficiencies with large 
volume samples 

Zimmer, G., see Lutz, G 

Go sv ccnene ees See eee ee eaee wae 

Zsembery, J., see Zweizig, J.G 

Zweizig, J.G., J.B. Cheze, J. Ellett, S. Erhan, R. Jackson, M. Medinnis, P.E. Schlein and J. Zsembery, Test of a 
data-driven trigger processor for experiment UA8 


A263 (1988) 1 
A263 (1988) 14 


A263 (1988) 441 
A263 (1988) 286 
A263 (1988) 26 


A263 (1988) 14 
A263 (1988) 109 
A263 (1988) 215 
A263 (1988) 109 
A263 (1988) 237 
A263 (1988) 255 
A263 (1988) 94 
A263 (1988) 14 


A263 (1988) 483 
A263 (1988) 163 
A263 (1988) 206 
A263 (1988) 188 


A263 (1988) 188 





Nuclear Instruments and Methods in Physics Research A263 (1988) 555-558 
North-Holland, Amsterdam 


SUBJECT INDEX 


Accelerators, Beam Handling and Targets 


The upgraded Munich linear heavy ion postaccelerator, Ratzinger, U., E. Nolte, R. Geier, N. Gartner and H. 
Morinaga 

A particle-in-cell method as a tool for diode sienutations, Westermann, T sis , 

Image aberrations for beams filling elliptical phase-space areas or volumes, Wollnik, H and M. Berz .... 

Improved method for pressing thin targets from powders, Fagg, L.W., J.T. O’Brien, H.L. Crannell and P.E. Burt 

Emittance growth due to hydrogen ionization by charge exchange in a solenoid (Letter to the Editor), Law, 
W.M., C.D.P. Levy, P.W. Schmor and J. Uegaki . . 


Instruments and Methods for High Energy Physics 


Proceedings of the Third Pisa Meeting on Advanced Detectors 
(Castiglione della Pescaia, Italy, June 2-7, 1986) 


Section I. Progress in tracking 


A time expansion chamber as a vertex detector, Anderhub, H., H. Anders, S. Ansari, A. Boehm, M. Bourquin, J. 
Burger, M. Chen, V. Commichau, M. Deutschmann, M. Dhina, K.J. Draheim, J. Fehlmann, D. Fong, U 
Gessner, K. Hangarter, R. Hausammann, U. Herten, H. Hofer, K. Hofmann, M.M. Ilyas, B.Krause, R. 
Leiste, Q.Z. Li, D. Linnhoefer, X. Lue, S. Masson, M. Nusbaumer, H. Nierobisch, M. Pohl, R.R. Rau, D. 
Ren, E. Roderburg, M. Rohde, J. Schug, B. Stoehr, S.C.C. Ting, M. Tonutti, G. Viertel, SX. Wu, M.F. Wyne 
and B. Wyslouch . ~ 

Large drift chamber for future detectors, Willmott, C ee 

Accurate measurements of high momenta, Becker, U., J. Beansen, M. White, B. Wyslouch, B. Zhou, M. Cerrada, 
E. Gonzales, J.A. Rubio, J. Salicio, C. Willmott, P. Duinker, H.v.d. Graaf, F. Hartjes, G.G.G. Massaro, D. 
Antreasyan, P. McBride, K. Strauch, P.G. Seiler, M. Gettner and C. Zabounidis 

Progress in resistive plate counters, Cardarelli, R., R. Santonico, A. Di Biagio and A. Lucci , 

A laser calibration scheme for the UA1 central detector at high luminosity (ACOL), UA1 Collaboration, S.P 
Beingessner, T.C. Meyer, V. Vuillemin and M. Yvert 

The scintillating fibre detector in the UA2 upgrade programme, The UA2 C ollaboration, B Merkel 


Section I]. Lepton identification and measurement 


The CUSB-II detector, Lee-Franzini, J. 

Electron—pion separation in a highly segmented electromagnetic calc yrimeter designed for the ALEPH experi- 
ment, Michel, B. 

Design and rejection studies for a cylindrical transition radiation detector for the UA2 upgrade, Ansari, R., J.C 
Chollet, B. De Lotto, D. Froidevaux, L. Fayard, B. Merkel, L. lconomidou-Fayard, M. Moniez, G. Parrour 
and J.P. Repellin .... 

Pion muon identification in the ALEPH detector using the discriminant analysis, Cc apon, G 

An electromagnetic calorimeter with optical fiber readout, Ros, E. . 


Section III. Total and missing energy measurements 


Liquid argon calorimetry at HERA, the H1 calorimeter, Korbel, V 

Performance of uranium liquid argon calorimeters, The D@ Collaboration, P. Franzini 

Silicon detectors in electromagnetic and hadronic calorimetry, Rancoita, P.G. and A. Seidman 

Performance of a hadron test calorimeter for the ZEUS experiment, The ZEUS Calorimeter Group, H. Tiecke 

WA78 calorimeter test results, Nigro, A. oeues 

Test results and conditioning procedure of a limited streamer-tube calorimeter, CHARM II C ollaboration, J.P. 
DeWulf, D. Geiregat, P. Vilain, F. Bergsma, C. Busi, A. Capone, T. Delbar, D. De Pedis, A. Ereditato, W 
Flegel, B. Friend, W.D. Glessing, H. Grote, A. King, G. Lebée, C. Nieuwenhuis, J. Panman, A. Seiden, K. 


0168-9002 /88 /$03.50 © Elsevier Science Publishers B.V. 
(North-Holland Physics Publishing Division) 


A263 (1988) 261 
A263 (1988) 271 
A263 (1988) 280 
A263 (1988) 283 


A263 (1988) 537 


A263 (1988) 
A263 (1988) 


A263 (1988) 
A263 (1988) 


A263 (1988) 
A263 (1988) 


A263 (1988) 


A263 (1988) 


A263 (1988) 
A263 (1988) 
A263 (1988) 


A263 (1988) 
A263 (1988) 
A263 (1988) 
A263 (1988) 
A263 (1988) 102 





Subject Index 


Winter, V. Zacek, T. Bauche, F.W. Biisser, L. Gerland, F. Niebergall, H. Riege, J. Schiitt, P. Stahelin, A 
Tadsen, J.L. Doumount, G. Gregoire, T. Mouthuy, P. Gorbunov, E.A. Grigoriev, V. Jemanov, V.D. 
Khovansky, M. Kubantsev, A. Rosanov, D. Braun, H. Herbert, W. Lippich, A. Staude, M. Caria, C. Gatto, 
E. Gorini, F. Grancagnolo, R. lasevoli, V. Palladino, P. Parascandolo, P. Strolin, G. Basti, E. Di Capua, U 
Dore, S. Guerra, P.F. Loverre, G. Piredda, R. Santacesaria and D. Zanello .. . 

The e/h ratio and energy resolution of hadron calorimeters, Fesefeldt, H ; 

Hadron sampling calorimetry, a puzzle of physics, Brickmann, H., B. Anders and U. Behrens 

High rate calorimetry with missing energy trigger, De Vincenzi, M 


Section IV. Meeting and discussion with industries 
Enquiry on the interaction between industry and physicists, Amendolia, S.R 
Section V. Flavour tagging 


From bubble chambers to scintillating fibres: high resolution particle tracking for microvertex detection, 
CERN-RAL-MPI Collaboration, C. Fisher 


Section VI. Signal processing and data acquisition 


Low noise monolithic CMOS front end electronics, Lutz, G., W. Buttler, H. Bergmann, P. Holl, BJ. Hosticka, 
P.F. Manfredi and G. Zimmer (presented by G. Lutz) 

The UA1 VME data acquisition system, Cittolin, S. and the UA] C ollaboration 

Performances of a preamplifier—silicon photodiode readout system associated with large BGO crystal scintilla- 
tors, Goyot, M., B. Ile, P. Lebrun and J.P. Martin 

Test of a data-driven trigger processor for experiment UA8, Zweizig, 1G., 1B. Cheze, J Ellett, S. Erhan, R. 
Jackson, M. Medinnis, P.E. Schlein and J. Zsembery 

A specialized second level trigger processor, Sheaff, M 

Level 3 system at CDF, Carroll, J.T., M. Larwill, A. Beretvas, T. Devlin, B. Flaugher, U. Joshi, S. Miyashita and 
Y. Morita 

Parallel processing of flash- ADC data for the jet- -chamber of JADE, Eckerlin, G., E. Elsen, H. v.d. Schmitt, A 
Wagner, P. v. Walter and M. Zimmer 

Flow data acquisition with fast digitizers, Van Dantzig, R., P.U. Ten Kate, E. Kok, E. Kwakkel, H.Z. Peek, J 
Steijger and J.L. Visschers 


The DELPHI silicon strip microvertex detector, Anzivino, G., R. Horisberger, L. Hubbeling, B.D. Hyams, T 
Tuuva, P. Weilhammer, A. Zalewska, M. Caccia, C. Meroni, G. Vegni, M. Tyndel and N. Bingefors 


Section VII. Rare decays, monopoles, gravitons, exotics detection 


The gravitational wave experiment of the Rome group, Pizzella, G. 

The superheated superconducting colloid: a new particle detector, Legros, M., A. Kotlicki, M. J, C. Cc rooks, B. G. 
Turrell, A.K. Drukier and D.N. Spergel 

Heat capacity of low temperature Ge- and Si-calorimeters and optimization of As-implanted silicon thermistors, 
Alessandrello, A., D.V. Camin, G.F. Cerofolini, E. Fiorini, A. Giuliani, C. Liguori, L. Meda, T.O. Niinikoski 
and A. Rijllart 

On the optical readout of gas avalanche chambers and its ts applications, Suzuki, M., A. Breskin, G. Charpak, E. 
Daubie, W. Dominik, J.-P. Fabre, J. Gaudean, F. Sauli, D. Sauvage, P. Strock and T. Zeludziewicz . 

ASTROMAG: a particle spectrometer for the space station, Auriemma, G. 

Monopole trigger for the streamer tube system in MACRO, Auriemma, G., G. Battistoni, E. Lamanna, S. 
Petrera, G. Piccinelli, F. Ronga and A. Sciubba .. 

A wide dynamic range experiment to measure high energy y-showers in air by detecting Cherenkov light in the 
middle ultraviolet, Apollinari, G., F. Bedeschi, S. Belforte, G. Bellettini, E. Bertolucci, F. Cervelli, G 
Chiarelli, M. Dell’Orso, P. Giannetti, A. Menzione, L. Ristori, A. Scribano, P. Sestini, A. Stefanini and F. 


A263 (1988) 109 
A263 (1988) 114 
A263 (1988) 136 
A263 (1988) 150 


A263 (1988) 155 


A263 (1988) 159 


A263 (1988) 163 
A263 (1988) 174 


A263 (1988) 180 


A263 (1988) 188 
A263 (1988) 196 


A263 (1988) 199 
A263 (1988) 206 
A263 (1988) 212 


A263 (1988) 215 


A263 (1988) 221 


A263 (1988) 229 


A263 (1988) 233 


A263 (1988) 237 
A263 (1988) 243 


A263 (1988) 249 


A263 (1988) 255 





Features and performance of a large gas Cherenkov detector with threshold regulation, Alberdi, J., J. 
Alvarez-Taviel, L. Asenjo, M. Benot, N. Colino, F. Diez-~Hedo, I. Duran, C. Fernandez, J. Feyt, C. Geles, J. 
Gonzalez, J.J. Hernandez, P. Ladrén de Guevara, M.A. Marquina, A. Maurer, T. Martinez, R. Meunier, P. 
Olmos, G. Orlic, F. Saes, M. Schouten, C. Willmott and C. Yuste 

Transition radiation detectors for electron identification beyond 1 GeV/c, Appuhn, R.D., K. Heinloth, E. 
Lange, R. Oedingen and A. Schliésser 

Separation of electrons and pions by a transition radiation detector using flash ADCs, Holder, M. and H. Suhr 

A 1152 channel timing system for an electromagnetic calorimeter readout, Bonesini, M., E. Bonvin, P.S.L. 
Booth, L.J. Carroll, A.J. Cass, D. Cavalli, G. Cecchet, G. Costa, M. Donnat, P.A. Dorsaz, D.N. Edwards, 


A263 (1988) 286 


A263 (1988) 309 
A263 (1988) 319 





Subject Index 


J.R. Fischer, L. Fluri, D. Frame, F. Gianotti, S. Jack, J.N. Jackson, M. Kelly, M.N. Kienzle-Focacci, R. 
Lucock, J.G. Lynch, L. Mandelli, M. Martin, L. Mathys, A. Maxwell, M. Mazzanti, J.J. Myerscough, P_J. 
Negus, S. Pensotti-Rancoita, L. Perini, D. Perrin, W.H. Range, L. Rosselet, J. Rutschmann, S.W. Snow, M 
Tamborini, A.S. Thompson, R.M. Turnbull, J. Wells and M. Werlen 

A high resolution scintillating fibre (SCIFI) tracking device with CCD readout, Atkinson, M.N., DJ. Crennell, 
C.M. Fisher, P.T. Hughes, J. Kirkby, J. Fent, P. Freund, A. Osthoff and K. Pretzl 

Results of the calibration of multicell drift chamber prototypes for the L3-LEP muon spectrometer, Cerrada, 
M., I. Duran, E. Gonzalez, L. Martinez, P. Olmos, J. Salicio and C. Willmott 

Position-sensitive detector with microstrip anode for electron multiplication with gases, Oed, A 

Track recognition in digitized streamer chamber pictures, Pihlhoffer, F., D. Réhrich and R. Keidel 

Photon breeding of self-quenching streamers (SQS), De Lima, E.P., AJ.P.L. Policarpo, M. Salete $.C.P. Leite 
and R. Ferreira Marques 

Light emission associated with self-quenching streamers (SQS), De Lima, E.P., M. Salete S.C_P. Leite, AJ.P.L 
Policarpo and R. Ferreira Marques 

Time resolution of a large area planar spark counter, Fujiwara, N., N. lida, S. Noguchi, R. Sugahara, T. Suwada, 
T. Ohama and K. Takahashi 

Electronics for a xenon time projection chamber, Iqbal, M.Z., B.M.G. O'Callaghan and H.T-k. Wong 

Performance of a BaF, calorimeter photodiode readout at energies between 60 MeV and 7 GeV, Giehl, J., D 
Hauff, J.M. Henneberg, E. Lorenz, G. Mageras and H. Vogel 

Performance of microchannel plates in high magnetic fields, Morenzoni, E., K. Oba, E. Pedroni and D. Taqqu 

An electronic method to overcome crosstalk signals on scintillator hodoscopes ( Letter to the Editor), Caria, M.. 
P. Macciotta, S. Marcello, G.A. Puddu and S. Serci 


Instruments and Methods for Nuclear Spectroscopy 


A 2a neutron multiplicity filter for in-beam y-ray spectroscopy of neutron deficient nuclei, Alber, D.. H 
Grawe, H. Haas and B. Spellmeyer 

A compact permanent magnet proton spectrometer , Obst, A.W., N.S.P. King, A.D. Hancock, R.A. Hilko, Q.G 
Klingler, K.G. Boyer, H.A. Enge, S. Kowalski, R.F. Holsinger and R.R. Lown 

Mass spetrometers with energy focusing: combinations of magnetic and electric sector fields whose mean planes 
of deflection are tilted with respect to each other, Waldrich, H. and H. Ewald 

Helium jet recoil transport setup for chemistry and nuclear applications at VECC, Chakrabarti, A.. D.P. 
Chowdhury, S. Gangadharan, J. Arunachalam and R.M. lyer 

Detectors for neutron scattering in the eV region, Johnson, R.G 


Computer Automated Measurement and Control 


A multiple-channel 2- and 3-fold coincidence counting system for radioactivity standardization, Simpson, B.R.S 
and B.R. Meyer 


Nuclear Electronics 


Particle identification via pulse-shape discrimination with a charge-integrating ADC 
Brandon, A. Galonsky, L 
Kasagi 

Behaviour and response veracity of large area transmission avalanche counters as elementary detecting devices, 
Sernicki, J 

Radiation induced polarization in CdTe deteciors, Vartsky, D., M. Goldberg, Y. Eisen, Y. Shamai, R. Dukhan, 
P. Siffert, J.M. Koebel, R. Regal and J. Gerber 

Photon intensity control without filters, Omori, M 


. Heltsley, J.H., L 
Heilbronn, B.A. Remington, S. Langer, A. Vander Molen, J. Yurkon and J 


Numerical and Data Analysis 


Theory of the pair meter for high energy muon measurements, Kokoulin, R.P. and A.A. Petrukhin 

A simple expression to improve the '*C(n, px) reaction description in neutron efficiency codes, Pérez-Padilla, 
J.J. and M.E. Brandan or 

A computer program for calculating Ge(Li) detector counting efficiencies with large volume samples, Zikovsky, 
L. and B. Chah , 

Image of a radiation field by a directional detector with a flat directivity diagram, Petr, I 


A263 (1988) 325 
A263 (1988) 333 
A263 (1988) 343 
A263 (1988) 351 
A263 (1988) 360 
A263 (1988) 368 


A263 (1988) 375 


A263 (1988) 381 
A263 (1988) 387 


A263 (1988) 392 
A263 (1988) 397 


A263 (1988) 540 


A263 (1988) 401 
A263 (1988) 407 
A263 (1988) 414 


A263 (1988) 421 
A263 (1988) 427 


A263 (1988) 436 


263 (1988) 441 
A263 (1988) 446 


A263 (1988) 457 
A263 (1988) 463 


A263 (1988) 468 
A263 (1988) 480 


A263 (1988) 483 
A263 (1988) 487 





558 Subject Index 


Dosimetry, Space Radiation and Medical Applications 
A foil calorimeter for dosimetry of short impulse electron radiation of high dose rate, Hochduser, E. and O.A. 
High resolution scintillation spectroscopy with Hgl, as the photodetector, Markakis, J.M 


Automated image analysis of alpha-particle autoradiographs of human bone, Hatzialekou, U., D.L. Henshaw 
and A.P. Fews 


Synchrotron Radiation Research 
Determination of glitches in soft X-ray monochromator crystals, Van der Laan, G. and B.T. Thole 


An X-ray monochromator crystal which detects the Bragg condition, Jach, T., D. Novotny, G. Carver, J. Geist 
and R.D. Spal 


Special Applications 


Density gradients in ceramic pellets measured by computed tomography, Sawicka, B.D. and B.J.F. Palmer .. . . 
Direct determination of geochronologically useful radionuclides in sediments by low-energy photon analysis, 
Joshi, S.R. and A. Mudroch 


Letters to the Editor 

Emittance growth due to hydrogen ionization by charge exchange in a solenoid, Law, W.M., C.D.P. Levy, P.W. 
Schmor and J. Uegaki 

An electronic method to overcome crosstalk signals on scintillator hodoscopes, Caria, M., P. Macciotta, S. 
Marcello, G.A. Puddu and S. Serci 

Erratum 


A.J.H. Boerboom, Jon optics of multipoles, Nucl. Instr. and Meth. A258 (1987) 426-430 


A263 (1988) 493 
A263 (1988) 499 


A263 (1988) 504 


A263 (1988) 515 


A263 (1988) 522 


A263 (1988) 525 


A263 (1988) 529 


A263 (1988) 537 


A263 (1988) 540 


A263 (1988) 544 





